OUTDOOR  CHAPEL 
SHRINE  OF  OUR  LADY  OF  LA  SALETTE 
Route  118,  Attleboro,  Mass. 

Midway  between  Providence  and  Boston. 
Open  year 'round  and  illuminated  nightly. 


Color  photo  by  KOWAL 


PLACE 
STAMP 

HERE 

LK-152 


